Unknowns Scheme 


Residue 

Sample 

(scrape/rinse) 

Color Test 

Microcrystal Test 

GC/UV 

GC/MS or FTIR 


Physical Examinations 

Powders & others unknowns 

Weight/Count 

Sample 

Color Test 

Microcrystal Test 

GC/UV 

GC/MS or FTIR 
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